
Circuit Diagram—Ace Chassis 462/S 


ACE : The above eight-valve (including rectifier) four waveband (L.W./M.W./S.W./V.H.F.) A.M./F.M. stereo chassis is fitted to the 
Nordic radiogram. 
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